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District Industries Centre which obtains clearance from all the
departments. A helpful attitude of the bureaucracy can solve
the problems of small entrepreneur in this regard.

Table 6.2
REASONS FOR DELAYED WORK-COMMENCEMENT

Reasons
	No. of firms
	% to total

Due to many formalities of the
	
	

government
	6
	100.00

Delay by banks in providing
	
	

working capital
	1
	16.67

Delay in supply of machinery
	6
	100.00

Difficulty and delay in installation
	\
	16.67

Delay in getting sanction for
	
	

imported material
	2
	33.33

Delay in getting basic raw-materials
	2
	33.33

Bad infrastructure
	4
	66.67

Own construction of building
	1
	16.67

Out of 11 selected sample firms, 5 did not face any delay in
work commencement. Hence, percentages were calculated to
6 firms only which had delayed commencement of commercial
production.
All the entrepreneurs revealed that they incurred heavy
unofficial expenditure in getting various licences and sanctions
from different government departments. The respondents
refused to disclose the quantum of expenditure they actually
incurred, but the minimum am out was stated to be around
Rs. 10,000. Existence of delay and widespread corruption
created scare in the minds of new entrepreneurs to enter the
industrial field which adversely affected their healthy develop-
ment. As a matter of fact, even the supply of machinery
became a difficult problem for small entrepreneurs inspite of